JUDGE KOUTRAS:  Let me ask you this question.
Assuming that that belt guarding were not in
place at that location, and assuming that the
shroud was completely on that motor again;
assume this, the shroud was in place completely
over the blades of the motor, and the belt
guarding was not in place, would you still have
issued the Citation?

THE WITNESS:  Yes.

JUDGE KOUTRAS:  And the reason for that is, in
your opinion, the belt guarding was put there
to keep people from getting to of that belt?

THE WITNESS:  Right, to the drive rollers.

JUDGE KOUTRAS:  To the drive rollers, yes.
Would you characterize this belt guarding, more
or less, as a physical barrier to alert people
to stay out, or actually as a physical guard?
I'm not trying to be technical, but, what if
they had a fence out there, or a couple of posts
running horizontally.  Is that to keep people
out of there, or is it to serve as a physical
guard?

THE WITNESS:  In this particular case, I think
it's both.  You see guarding in place.  That
kind of takes your eye.  You see a barrier set
up in front of you, guarding.  It's like a
barrier.

JUDGE KOUTRAS:  You cited them, now, with a
provision of the Standard that says that, "Except
when testing, guards shall be securely in place
while machinery is being operated."  You saw
no evidence of testing?

THE WITNESS:  No, I didn't.-

JUDGE KOUTRAS:  Do you have any idea what the
Company policy is with regard to doing maintenance
on such equipment?  In terms of locking out, and
all that sort of business?

THE WITNESS: What I've seen during my inspections
there, they do lock equipment out prior to working
on it.
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